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le THE J-58 V/H PROGRAMMER FAILURE IS THE FOURTH 
IN-FLIGHT FAILURE OF THIS DEVICE. THREE OF THESE FAILURES 





€ 
@ 
HAVE BEEN ATTRIBUTED TO SWITCH S201 OF THE PROGRAMMER. THE 
FOURTH FAILURE WAS ATTRIBUTED TO S282 (FAILURE OF PROGRAMMER 
TO SHUT OFF) FOR A FEW REVS OF J-a2. e 

2. PRIOR TO THE J-5@ FAILURE, ACTION WAS TAKEN TO " 
INCREASE CONFIDENCE IN THE SWITCH ADJUSTMENT AND ABILITY TO 


Se me: ; REQUESTED TO COMMENT ON AND PROVIDE COST INFOR- 
MATION FOR THE FOLLOWING RECOMMENDATION: 
A. SHIFT TIMING OF S292 SWITCH ACTUATION TO OCCUR AT 
65 MINUTES INSTEAD OF 48 MINUTES. 1° 
B. PROVIDE A PULSING CIRCUIT TO RESET RELAY k201 
(S282 CIRCUIT). | 
4. PARA 3 WOULD PROVIDE A RECOVERABLE FAILURE MODE SHOULD 


6 
RETAIN THIS ADJUSTMENT, e 
8 
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A SYSTEN EXPERIENCE ANOTHER S261 SWITCH FAILURE AS SUSPECTED. 
IF RECOMMENDATION IS NOT ACCEPTABLE, as REQUESTED TO 
SUBMIT AN ALTERNATE SOLUTION. 

5. MBPerriy reouesten sy 26 sanvary 1969. 
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